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Mniotxaitp 

C.  The  location  of  Northwestern  University,  in 
and  near  a  large  city,  and  property  to  the  value  of 
$8,000,000  afford  advantages  that  cannot  be  excelled. 

a  THE  COLLEGE  OF  LIBERAL  ARTS,  located 
at  Evanston,  in  an  ideal  college  community,  offers 
special  preparation  for  engineering,  business,  and 
the  professions,  and  for  pursuits  requiring  broad 
training. 

C  THE  MEDICAL  SCHOOL  is  one  of  the  oldest, 
largest,  and  best  equipped.  Seven  hospitals  are 
open  to  students.    Clinic  material  is  abundant 

€L  THE  LAW  SCHOOL,  the  oldest  law  school  in 
Chicago,  offers  unexcelled  library  facilities  and  special 
courses  that  prepare  for  immediate  practice  in  any 
state  upon  graduation. 

€L  THE  SCHOOL  OF  PHARMACY  offers  a  scien- 
tific  training  in  Pharmacy,  Chemistry,  and  Drug  and 
Food  Analysis.   Special  courses  for  Drug  Clerks. 

C  THE  DENTAL  SCHOOL  offers  expert  train- 
ing  in  theory  and  practice.  Facilities  are  unsur- 
passed.   Its  clinic  is  the  largest  in  the  world. 

C  THE  SCHOOL  OF  MUSIC  affords  a  scientific 
preparation  for  music  as  an  accomplishment  and  a 
profession.    It  is  located  at  Evanston. 

C  The  University  maintains  ACADEMIES  at 
Evanston,  Elgin,  and  the  Grand  Prairie  Seminary 
at  Onarga.  GARRETT  BIBLICAL  INSTITUTE 
and  the  CUMNOCK  SCHOOL  OF  ORATORY  are 
in  co-operation  with  the  University.  Address  the 
President's  Secretary,  87  Lake  Street,  Chicago. 
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January  29 

Mid-term  examinations  begin. 

February  6 

First  Semester  and  mid-term  examinations  end. 

February  7 

Second  Semester  begins. 

February  22 

Washington's  Birthday. 

May  14 

Senior  examinations  begin. 

May  21 

Junior  and  Freshman  examinations  begin. 

May  28 

Commencement. 

June  I 

Practitioners'  summer  course  begins. 

June  27 

Last  day  of  practitioners'  course. 

October  6 

School  opens. 

October  6-16 

Examinations  of  credentials  for  admission. 

October  8-18 

Examinations  for  advanced  standing. 

November  26 

Thanksgiving. 

December  23 

Last  day  of  school  before  Christmas. 

NORTHWESTERN  UNIVERSITY 
DENTAL  SCHOOL 


FACULTY. 
1907-8. 

Abram  Winegardner  Harris,  Sc.D.,  LL.D.,  President  of  the  University. 
Greene  Vardiman  Black,  M.D.,  D.D.S.,  Sc.D.,  LL.D.,  Dean,  Professor, 
of  Operative  Dentistry,  Pathology  and  Bacteriology. 


Thomas  Lewis  Gilmer,  M.D.,  D.D.S.,  Professor  of  Oral  Surgery. 

Elgin  MaWhinney,  D.D.S.,  Professor  of  Special  Pathology,  Materia 
Medica  and  Therapeutics. 

Edmund  Noyes,  D.D.S.,  Professor  of  Dental  Jurisprudence  and  Ethics. 

[Tames  Harrison  Prothero,  jD.D.S.,  Professof  Prosthetic  Technics, 
Prosthetic  Dentistry  and  Metallography. 

Frederick  Bogue  Noyes,  A.B.,  D.D.S.,  Professor  of  Histology. 

Twing  Brooks  Wiggin,  M.D.,  Professor  of  Physiology  and  Pathology. 

George  Amos  Dorsey,  Ph.D.,  Professor  of  Comparative  Anatomy. 

Charles  Lewis  Mix,  A.M.,  M.D.,  Professor  of  Anatomy. 

Ira  Benson  Sellery,  D.D.S.,  Professor  of  Orthodontia. 

Harry  Mann  Gordin,  Ph.D.,  Professor  of  Chemistry. 

Arthur  Davenport  Black,  B.S.,  M.D.,  D.D.S.,  Assistant  Professor  of 
Operative  Dentistry  and  Assistant  in  Oral  Surgery. 

Eugene  Shaw  Willard,  D.D.S.,  Assistant  Professor  of  Operative  Den- 
tistry and  Bacteriology. 

Fred  William  Gethro,  D.D.S.,  Assistant  Professor  of  Operative  Den- 
tistry and  Dental  Anatomy. 

Harry  Isaac  Van  Tuyl,  B.S.,  M.D.,  D.D.S.,  Assistant  Professor  of 
Anatomy. 

Herman  Durand  Peterson,  M.D.,  Lecturer  on  Ancesthesia  and  Assistant 
in  Oral  Surgery. 

Charles  Rudolph  Edward  Koch,  D.D.S.,  Lecturer  on  Dental  Economics 
and  Secretary  of  the  School  and  of  the  Faculty. 
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INSTRUCTORS. 

BiRKLAND,  James   William,   D.D.S.,   Clinical  Instructor  in  Operative 
Dentistry. 

LouDERBACK,  ANDREW  Vachel,  M.S.,  D.D.S.,  histructor  in  Histology  and 
Bacteriology. 

Macfarlane,  George  Buchanan,  D.D.S.,  Clinical  Instructor  in  Operative 
Dentistry. 

Methven_,  Huston  French,  D.D.S.,  Instructor  in  Prosthetic  Dentistry. 
PouNDSTONE,   George   C.,    D'.D.S.,  i^A'iSsistant   in   Maieria   Medica  and 
Therapeutics. 

Waldberg,  Benjamin,  D.D.S.,  Superintendent  Prosthetic  Laboratory. 
DEMONSTRATORS  FOR  1908-09. 


Baker,   Charles  Reeder,  D.D.S., 

Demonstrator  :n  Orthodontia. 
Brown,  Hilles  Talley,  D.D.S., 

Demonstrator  in  Anatomy. 
Crossley,  Elijah  Rockhold,  B.S.,  MD., 

Demonstrator  in  Anatomy. 
Grossman,  Morris,  D.D.S., 

Extractor. 
Hess,  Albert  C, 

Demonstrator  in  Operative  Dentistry. 
Hillis,  David  Sweeney,  M.D., 

Demonstrator  in  Anatomy. 
LoNGWELL,  Ralph  Elliott,  D.D.S., 

Demonstrator   in    Operative  Dentistry. 


Maxwell,  George  Henry,  D.D.S., 

Demonstrator  in  Operative  Dentistry. 
Myles,  Andrew  Watson,  D.D.S., 

Demonstrator  in  Prosthetic  Dentistry. 
Puffer,  George  Robert,  D.D.S., 

Demonstrator  in  Operative  Dentistry. 
Searl,  Charles  Luther,  D.D.S., 

Demonstrator  in  Operative  Dentistry. 
Street,  Charles  Abraham,  D.D.S., 

Exam'ner. 

Thompson,  George  Augustus,  D.D.S., 
Demonstrator   in    Operative  Dentistry. 

Ware,  Harry  Alexander,  M.D., 
Demonstrator  in  Anatomy. 


LOCATION  AND  EQUIPMENT. 

The  Dental  School,  located  in  Northwestern  University  Building,  at 
the  corner  of  Lake  and  Dearborn  Streets,  Chicago,  was  founded  and 
is  maintained  for  the  purpose  of  preparing  young  men  and  women  in  the 
most  thorough  manner  for  the  practice  of  dentistry,  and  for  the  promo- 
tion of  dental  science  and  literature.  No  expense  has  been  spared  in  its 
equipment  or  in  the  employment  of  an  adequate  faculty  of  skilled  teachers, 
with  a  large  force  of  demonstrators  and  assistants.  The  school  occupies 
the  upper  three  floors  of  the  University  Building,  and  has  over  60,000 
square  feet  of  floor  space.  This  space  is  arranged  especially  for  the  pur- 
poses of  teaching  dentistry,  and  is  supplied  with  modern  equipment  for 
that  end. 

The  Clinic  Room,  sufficient  in  extent  to  accommodate  the  great  clinic 
and  the  offices  connected  with  it,  is  of  the  best  design  and  construction, 
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consisting  of  a  single  room  with  arched  ceiling.  It  is  on  the  sixth  floor, 
with  free  light  on  two  sides  and  abundant  skylight.  It  may  be  reached 
by  elevators  from  the  principal  entrance  on  Lake  Street  and  from  a 
smaller  entrance  on  Dearborn  Street. 

REQUIREMENTS  FOR  ADMISSION. 

The  candidate  may  be  admitted  to  this  school  upon  presenting  a  high 
school  diploma  or  equivalent  certificate,  or  upon  passing  a  satisfactory 
examination.  The  diploma  must  be  signed  by  a  superintendent  of  schools, 
or  the  principal  of  a  high  school,  or  other  responsible  school  officer.  A 
certificate  showing  that  a  candidate  has  been  graduated  from  an  accredited 
high  school,  or  from  a  school  giving  an  equivalent  course,  signed  by  a 
city  or  county  superintendent  of  schools,  or  by  a  state  superintendent  of 
public  instruction  wiH  be  accepted  as  the  equivalent  of  a  diploma.  A 
candidate  who  does  not  present  a  diploma  or  certificate  must  take  an  ex- 
amination before  a  state  superintendent  of  public  instruction,  or  his 
deputy,  and  bring  a  report  showing  that  the  candidate  has  a  preliminary 
education  equivalent  to  that  to  be  obtained  in  an  accredited  high  school. 

The  deputy  state  examiner,  appointed  by  the  Illinois  state  superin- 
tendent of  public  instruction,  is  Mr.  Peter  A.  Downey,  Room  546,  Cook 
County  Court  House,  Chicago.  A  candidate  coming  from  another  state 
may,  if  more  convenient,  take  his  examination  before  the  state  superin- 
tendent of  instruction  or  deputy  in  his  own  state. 

Students  are  not  admitted  to  the  regular  course  of  study  later  than 
ten  days  after  the  opening  of  the  school,  unless  necessarily  detained  by 
illness,  certified  to  by  the  attending  physician,  and  in  this  case  they  are 
not  admitted  later  than  twenty  days  after  the  opening  of  the  school. 
Special  students,  not  candidates  for  a  degree,  are  received  at  any  time 
and  allowed  to  select  the  studies  they  prefer. 

Students  are  advised  to  register  early,  and  they  will  find  it  to  their 
advantage  to  do  so-,  since  the  assignment  of  places  in  lecture  halls  and 
laboratories  is  made  in  the  order  of  registration.  Students  who  matricu- 
late are  understood  to  agree  thereby  to  accept  loyally  the  discipline  im- 
posed by  the  faculty. 

CANDIDATES  FOR  ADVANCED  STANDING. 

Students  coming  from  high  schools  and  colleges,  who  wish  credit 
ioi  courses  parallel  to  courses  required  in  this  school,  should  bring  cre- 
dentials showing  specifically  the  time  spent  on  these  subjects  and  should 
present  their  note  books  of  work  done. 
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Candidates  for  advanced  standing  must  present  certificates  from  rec- 
ognized Dental  schools,  and  are  credited  with  work  done  which  is  sat- 
isfactory to  the  dean  of  this  school  and  to  the  professor  of  the  depart- 
ment concerned. 

Graduates  of  recognized  medical  schools  are  credited  with  one  year, 

REQUIREMENTS  FOR  GRADUATION. 

The  degree  of  Doctor  of  Dental  Surgery  is  conferred  upon  those 
candidates  not  less  than  twenty-one  years  of  age,  of  good  moral  char- 
acter, who  have  completed  satisfactorily  the  required  courses  of  study 
and  have  passed  the  examinations  thereon,  and  have  completed  all 
technical  and  practical  laboratory  and  clinical  requirements.  No  student 
will  be  recommended  for  a  degree  who  has  not  been  a  member  of  this 
school  during  the  whole  of  the  last  or  senior  year.  The  standing  of 
students  is  based  upon  examinations,  monthly  reports  of  attendance, 
quizzes,  and  infirmary  practice. 

No  student  will  be  recommended  for  a  degree  until  all  financial 
obligations  to  the  University  shall  have  been  discharged. 


LENGTH  OF  COURSE. 

The  course  covers  three  years.  Each  year  begins  on  the  first  Tues- 
day in  October  and  closes  on  the  last  Wednesday  in  May  following. 
There  are  thirty-two  weeks  of  actual  instruction  given,  six  days  in  each 
week. 

Students  for  the  regular  course  can  only  be  received  during  the  first 
ten  days  of  the  first  semester.  Students  who  desire  to  pursue  special 
studies  may  be  received  at  any  time. 

If,  for  any  cause,  a  regular  student  desires  to  extend  his  studies 
over  a  period  of  four  or  more  years,  a  course  of  studies  will  be  specially 
arranged  for  him. 

The  calendar  will  be  found  on  Page  2. 


FEES  AND  EXPENSES. 

The  annual  fees  in  force  for  the  year  1908-9  are  as  fol!ows : 

Registration   $  5.00 

Breakage    i.oo 

Tuition    150.00 

A  deposit  of  $5.00  in  the  Chemical  and  also  in  the  Histological  labor- 
atory will  be  required  of  Freshman  and  Junior  students.  These  deposits 
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will  be  returned  at  the  end  of  the  school  year,  less  a  charge  for  materials 
or  apparatus  lost  or  destroyed  while  in  the  care  and  keeping  of  the 
student. 

The  establishment  of  a  final  examination  and  diploma  fee  to  begin 
with  the  year  1908-9  is  contemplated,  as  is  also  an  anatomical  laboratory 
fee  for  Freshman  and  Junior*  classes. 

Lockers  for  the  keeping  of  students'  instruments,  engines  and  extra 
garments  are  furnished  at  a  rental  of  50  cents  per  annum.  Each  student 
is  required  to  furnish  padlocks  of  his  own  for  his  lockers. 

All  fees  are  payable  at  the  beginning  of  the  school  year.  The 
tuition  fee  may,  at  the  option  of  the  student,  be  paid  in  two  or  three 
installments.  If  paid  in  two  installments,  $78.00  must  be  paid  not  later 
than  October  20,  and  $75.00  on  January  20.  If  paid  in  three  installments, 
$55.00  must  be  paid  not  later  than  October  20,  $50,000  on  January  20, 
and  $50.00  on  April  20. 

The  final  examination  fee  of  the  Senior  Class  will  be  payable  at  the 
beginning  of  these  examinations,  and  the  diploma  fee  before  graduation. 

Fees  are  not  returned  to  students  who  are  suspended  or  expelled  or 
absent  for  any  cause  except  illness.  Payments  should  be  made  in  cur- 
rency or  in  Chicago  exchange  drawn  to  the  order  of  the  Secretary  of 
Northwestern  University  Dental  School. 

Rooms  and  board  may  be  obtained  in  neighborhoods  convenient  to 
the  school  at  $4.00  to  $6.00  a  week.  Rooms  without  board,  furnished  or 
unfurnished,  may  be  had  at  $6.co  to  $10.00  a  month. 

THE  COURSE  FOR  GRADUATES  AND  PRACTITIONERS. 

This  course  opens  on  June  i,  1908,  and  on  the  first  Monday  of  each 
June  and  continues  four  weeks,  with  six  days  of  teaching  each  week.  It 
includes  two  hours  of  lectures  and  six  hours  oi  practical  teaching  each 
day,  by  members  of  the  regular  staff  of  the  school. 

The  studies  for  1908  are: 

Operative  Dentistry — Professor  G.  V.  Black,  assisted  by  Professor 
A.  D.  Black,  and  others. 

Histology,  as  Applied  to  Operative  Dentistry — Professor  Fred  B. 
Noyes. 

Oral  Surgery — Professor  Thomas  L.  Gilmer,  and  assistants. 
Materia  Medica — Professor  Elgin  MaWhinney. 
Prosthetic  Dentistry — Professor  J.  H.  Prothero,  and  assistants. 
Orthodontia — Professor  I.  B.  SeFery. 

Especial  attention  is  given  to  porcelain  inlays,  cast  and  other  gold 
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inlays,  crowns,  bridge  work  of  all  kinds,  the  treatment  of  pyorrhea,  and 
the  most  recent  methods  in  Operative  Dentistry,  Oral  Surgery,  and 
Orthodontia. 

Certificates  are  given  to  those  who  complete  the  course. 


FEES. 

Registration   $  5.00 

Tuition  for  one  subject  45.00 

Tuition  for  two  or  three  subjects  60.CO 

Tuition  for  entire  course  70.00 

To  graduates  of  Northwestern  a  reduction  of  twenty  per  cent  will 
be  made  on  tuition  fee. 

For  further  information  relating  to  the  Dental  School,  address  The 
Secretary,  Northwestern  University  Dental  School,  Lake  and  Dearborn 
Streets,  Chicago,  Illinois. 

1908. 

POST-GRADUATE  COURSE. 

LECTURE  SCHEDULE. 

Hours.  Monday.  Tuesday.  Wednesday. 

8 130-  9 130  AlaWhinney  Gilmer  Sellery 

9:30-10:30  Prothero  Black  Prothero 

Hours.  Thursday.  Friday.  Saturday. 

8:30-  9:30  MaWhinney  Sellery  A.  D.  Black. 

9:30-10:30  Black  Noyes  Prothero 

Oral  Surgery  Clinic  by  Dr.  Gilmer,  Friday,  10:30-12:30. 

The  Laboratory  and  Clinic  will  occupy  the  rest  of  the  time  until 
5:30  P.  M. 


NORTHWESTERN  UNIVERSITY  DENTAL  SCHOOL 
Freshman  Schedule,  1907-1908 


Hours 

Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

Saturday 

8:30 
to 

9:30 
9:30 
to 
10:30 

Prosthetic 
Technics 

Prosthetic 
Technics 

Prosthetic 
Technics 

o 

'So  03  0^ 

>» 
t-i 
o 

§^  cc 

c3 

< 

>» 

o 

03 

o 

02 

>> 
o 

o3  O 

Study 
Hours 

10:30 

to 
11:30 

O 

tn 

s 

03 
C3 

Quiz  2 
Anatomy 

11:30 

to 
12:30 

Wiggin  2 
Physiology 

Mix  2 
Anatomy 

Prothero  1 
Prosthesis 

Noyes  1 
Histology 

Wiggin  2 
Physiology 

Mix  2 
Anatomy 

1:30 
to 

2:30 

Gethro  1 
Dental  An  at. 
Op.  Techics 

Quiz  oi  1 
Reading  Room 

Quiz  or  2 
Reading  Room 

Gordin  2 
Chemistry 

Gordin  2 
Chemistry 

Quiz  2 

2:30 
to 

5:30 

Operative 
Technics 

Operative 
Technics 

Operative 
Technics 

Chemical 
Laboratory 

Chemical 
Laboratory 

Reading 
Room 

Junior  Schedule,  1907-1908  Lecture  Room  No.  1  or  2 


8^:30  Noyes 
9:30  Histology 

Van  Tuyl 
Anatomy 

MaWhinney 
Materia  Med. 

Mix 
Anatomy 

Dorsey,  1  Sem. 
Comp.  Anatomy 
MaWhinney,  2  S. 

A.  D.  Black 
Op.  Dentistry 

9:30 

to 
10:30 
10:30 

to 
11:30 
11:30 

to 
12:30 

Histological 

Laboratory 
Sec.  1 

Anatomical  ! 
Laboratory 
Sec.  2  1 

Histological 

Laboratory 
Sec.  2 

Anatomical  ] 

Laboratory 
Sec.  1 

Mix 
Anatomy 

Prothero 
Prosthesis 

Dorsey,  1  Sem. 
Comp.  Anatomy 
Quiz,  Pros.  2Sem. 

Methven 

Reading  Room 

Reading  ^-oom 

Quiz 

Clinic 

Wiggin 
Physiology 

Wiggin 
Pathology 

Reading  Room 
or  Clinic 

1 

Poundstone 

1:30 
to 

2:30 

Quiz 

Gordin 
Chemistry 

A.  D.  Black 
Op.  Dentistry 

Prosthetic 
Laboratory 
or 
Clinic 

Prosthetic 
Laboratory 
or 
Clinic 

Clinic 

2:30 
to 

4:30 
4:30 
to 

5:30 

Clinic 
or 

Prosthetic 
Laboratory 

Chemical 
Laboratory 
1st  Semester 

A.  D.  Black 

Clinic 
2d  Semester 

Senior  Schedule,  1907-1908  Lecture  Room  No.  2 


8:30 
to 

9:30 

MaWhinney 
Dental  Pathol- 
ogy and 
Therapy 

Gilmer 
Oral  Surgery 

Noyes,  1  S. 
Ethics  &  Juris. 
Peterson,  2  S. 

Ancesthesia 

MaWhinney 
Dental  Pathol- 
ogy and 
Therapy 

A.  D.  Black 

Quiz 
Oral  Surgery 

Sellery 
Orthodontia 

9:30 
to 
10:30 

Koch 
Economics 

Prothero 
Prosthesis 

Black 
Op.  Dentistry 

Willard 
Quiz 

Diagnosis 
Oral  Surgery 

Black 
Op.  Dentistry 

10:30 

to 
11:30 
11:30 

to 
12:30 

Clinic 

Clinic 

Bacteriol. 
Laboratory 
Sec.  1 

Clinic 

Clinic 

Gilmer 
Oral  Surgery 

Bacteriol. 
Laboratory 
Sec.  2 

Clinic 

>> 
15 

02 

1:30 
to 

5:30 

Macfarlane 
o 

Macfarlane 
B. 

Macfarlane 
B. 

Birkland 

Clinic 

u 

*« 

Birkland 

B. 

Lecture  Room_No,  1 
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METHODS  OF  INSTRUCTION. 
The  studies  of  the  whole  course  are  grouped  into  departments,  the 
work  of  each  department  being  graded  from  the  more  general  and 
fundamental  *to  the  more  specialized  and  advanced. 

The  work  in  the  several  departments  is  planned  with  reference  to 
that  done  in  other  departments,  and  the  greatest  care  is  taken  that  the 
whole  shall  be  so  correlated  that  the  student  in  taking  up  a  new  subject 
will  find  himself  prepared  by  work  done  in  other  departments. 

SCHEDULE   OF  COURSES. 


Anaesthesia 

(See  Oral  Surgery) 
ANATOMY 
Anatomy,  Dental 

(See  Operative  Dentistry) 
Bacteriology 

(See  Operative  Dentistry) 
CHEMISTRY 

COMPARATIVE  ANATOMY 
ETHICS,  JURISPRUDENCE 

and  ECONOMICS  (Dental) 
HISTOLOGY 
MATERIA  MEDICA  AND 

THERAPEUTICS 
OPERATIVE  DENTISTRY 

Operative  Technics 

Dental  Anatomy  and 
Bacteriology 
ORAL  SURGERY 

Anaesthesia 
ORTHODONTIA 
PAHOLOGY  (GeneraD 
PATHOLOGY  AND  THERA- 
PEUTICS (Special) 
PHYSIOLOGY 
PROSTHETIC  DENTISTRY 

Prosthetic  Technics 


First  Year 


a,  b,  c,  d 


a,  b,  c,  d 


a,  b,  c 


c,  d, 
a,  b 


e,  f ,  g,  h 


a,  b,  c.  d 


Second  Year 


e,  f,  g 


e,  f ,  g  h 
a 


d,  e,  f,  g 
a,  b,  c 


a,  b 


f,g,h,i 


Third  Year 


a,  b 


k,  1,  m,  n,  0,  p 


q,  1- 

a,  b,  c,  d,  e,  f 
g,  h,  i 
a,  b,  c 


a,  b,  c,  d,  e 


j,  k,  1 


a,  b,  c,  d,  e 

Each  of  the  departments  will  be  presented  completed  in  the  alpha- 
betical order  as  above,  and  expanded  in  the  order  of  the  letters  indicat- 
ing divisions. 


DENTAL  SCHOQL 


tt 


DEPARTMENTS  OF  INSTRUCTION 


DEPARTMENT  OF  ANATOMY. 

The  equipment  of  the  Department  of  Anatomy  is  very  complete 
and  is  entirely  new.  The  large  Anatomical  Laboratory,  located  on  the 
top  floor  of  the  building,  is  beautifully  lighted  on  the  east  and  south 
sides  by  numerous  windows,  and  in  the  center  of  the  room  by  a 
large  skylight,  and  the  ventilation  is  perfect.  The  Laboratory  is 
equipped  with  thirty-six  dissecting  tables  of  the  latest  pattern,  entirely 
of  metal,  except  the  plate-glass  tops.  The  floor  is  waterproof  and  has 
such  drainage  arrangements  that  it  can  be  flooded  out  with  hose  and 
kept  clean.  Skeletons  are  provided  for  the  use  of  the  students,  and 
by  the  payment  of  a  small  deposit  bones  may  be  taken  from  the  build- 
ing for  home  study. 

First  Year. 

(a)  Introductory  course  in  Visceral  Anatomy. 

Two  lectures  and  demonstrations  a  week.    One-third   of  a 

semester. 

Professor  Mix. 

(b)  Human  Dissections. 

Two  three-hour  periods  a  week  through  the  year. 

Professors  Mix  and  Van  Tuyl,  Dr.  Crossley^  Dr.  Brown 

and  assistants. 

(c)  Anatomy  of  the  Extremities. 

Two  lectures  a  week  through  the  year. 
Professor  Mix. 
(a)    Recitations  on  lectures  and  dissections. 
Two  hours  a  week  through  the  year. 
Professor  Van  Tuyl  and  assistants. 
Second  Year. 

(e)  Anatomy  of  the  Head  and  Neck. 

Two  lectures  a  week  through  the  year. 
Professor  Mix. 

(f)  Human  Dissections. 

Two  three-hour  periods  a  week.    First  semester. 

Professors  Mix   and  Van  Tuyl,  Dr.  Crossley,  Dr.  Brown 

and  assistants. 
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(g)    Recitations  on  dissections. 

Two  hours  a  week  through  the  year. 
Professor  Van  Tuyl. 

DEPARTMENT  OF  CHEMISTRY. 

The  Chemical  Laboratories,  which  are  used'  exclusively  for  dental 
students,  are  large,  well  ventilated,  and  complete  in  every  respect. 
One  laboratory  is  devoted  to  the  General  Chemistry  and  Qualitative 
Analysis  of  the  first  year,  another  is  arranged  with  special  reference  to 
the  experimental  teaching  of  Metallurgy  and  other  practical  work  of 
interest  to  dental  students. 

In  addition  to  the  main  laboratories,  there  are  large  dispensing 
rooms,  a  balance  room  well  equipped  with  balances  and  apparatus  for 
testing  the  physical  properties  of  metals,  amalgams,  etc.,  and  a  room 
covered  with  a  hood  for  carrying  off  the  fumes.  In  this  are  found 
the  furnaces  employed  in  alloying,  assaying,  and  refining. 

First  Year.  * 

(a)  General  and  Inorganic  Chemistry,  Lectures  and  recitations. 
Two  hours  a  week.    First  semester. 

Professor  Gordin. 

(b)  Chemical  Laboratory.  Work  in  illustrative  experiments  in  Gen- 
eral and  Inorganic  Chemistry. 

Three  hours  a  week.    First  semester. 

Professor  Gordin  and  Frank  Burton  Hudson,  B.  S. 

(c)  General   and   Inorganic   Chemistry.    Lectures   and  recitations.  ♦ 
Three  hours  a  week.    Second  semester. 

Professor  Gordin. 

(d)  Laboratory.  Study  of  the  metals  before  the  blowpipe,  and 
with  reagents. 

Three  hours  a  week.    Second  semester. 

Professor  Gordin  and  Frank  Burton  Hudson,  B.  S. 

Second  Year. 

(e)  Practical  problems  in  Dental  Chemistry.  Lectures  and  quizzes. 
Two  hours  per  week  first  semester;  one  hour  per  week  second 
semester. 

Professor  Gordin. 

(f)  Laboratory.  Qualitative  chemical  analysis  of  unknown  mix- 
tures, particularly  bases  and  alloys.  Refining  gold,  silver,  and 
other  metals.  Making  dental  alloys,  gold  and  silver  solders, 
amalgam  alloys,  etc.    Laboratory  study  of  fusible  alloys,  and 
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cements.  Assay  of  dental  alloys  for  gold,  silver,  platinum,  tin, 
copper,  etc. 

Three  hours  a  week.    First  semester. 

Professor  Gordin  and  Frank  Burton  Hudson,  B.  S. 

(g)  Organic  and  Physiological  Chemistry.  Lectures  and  demon- 
strations. 

Two  hours  a  week  through  the  year. 
Professor  Gordin. 

(h)  Laboratory  w^ork  in  Dental  Chemistry. 
Three  hours  a  week.    Second  semester. 

Professor  Gordin  and  Frank  Burton  Hudson,  B.  S. 

DEPARTMENT  OF  COMPARATIVE  DENTAL  ANATOMY. 

This  course  is  designed  to  give  the  student  in  a  concise  form  an 
intelligent  view  of  the  animal  kingdom  and  its  classificatons,  especally 
of  the  vertebrates,  the  forms  of  teeth  in  relation  to  food  habits  and  as 
weapons  of  offense  and  defense;  also  a  study  of  the  extinct  species 
of  animals  of  the  several  classes,  the  variations  in  tooth  forms  that 
have  occurred,  illustrating  development  through  the  geological  ages; 
the  history  of  the  changes  from  the  simple  to  the  complex  forms  as 
they  now  exist.  The  Museum  of  the  Dental  School  is  especially  rich 
in  skulls  of  the  several  orders  of  the  animal  kingdom,  furnishing  illus- 
trations for  the  study  of  all  of  the  known  tooth  forms.  The  great  col- 
lection of  the  Field  Columbian  Museum  is  available  and  is  made  use 
of  for  purposes  of  illustration  and  study. 

Second  Year. 

(a)  Evolution.  The  meaning  of  similarity  of  structure.  Natural 
selection.  Changes  in  organs.  Correlation  of  growth  between 
various  parts.  Principles  of  heredity  and  fixity  of  species. 
Tooth  forms.  Definitions  and  descriptions  of  the  varieties  of 
forms.  The  typical  mammalian  dentition.  Classification  of  the 
animal  kingdom,  with  concise  descriptions  of  typical  charac- 
teristics of  each. 

Two  lectures  a  week.    First  semester. 
Professor  Dorsey. 

DEPARTMENT  OF  PROFESSIONAL  ETHICS,  DENTAL  JURIS- 
PRUDENCE AND  ECONOMICS. 

This  work  consists  of  a  brief  statement  of  the  important  principles 
of  morals,  an  exposition  of  the  special  duties  and  moral  obligations  of 
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professional  men  in  respect  to  their  patients,  toward  their  fellow  prac- 
titioners, and  toward  the  public,  the  more  important  differences  between 
the  professions  and  businesses  or  manufacturing  pursuits,  with  reference 
to  the  ethical  standards  that  are  right  and  appropriate  in  each. 

The  lectures  on  Jurisprudence  will,  in  the  main,  follow  the  text- 
book by  Dr.  Rehfuss.  It  will  include  qualifications  and  duties  of  expert 
witnesses,  the  importance  of  dental  records,  the  limitations  of  dental 
practice,  the  qualifications  required  and  the  liabilities  incurred,  the  pen- 
alties that  may  be  suffered,  and  the  defense  to  be  made  in  case  of  real 
or  supposed  malpractice;  the  laws  respecting  the  practice  of  dentistry, 
the  steps  necessary  to  become  legal  practitioners,  the  duties  and  Habili- 
ties  of  dentists  with  reference  to  the  law,  etc. 

Third  Year. 

(a)  Elementary  principles  of  ethics.  Professional  ethics.  State 
laws  relating  to  dentistry.  Illinois  Dental  Law.  Dental  Juris- 
prudence.   General  review. 

One  lecture  a  week.    First  semester. 
Professor  Edmund  Noyes. 

As  the  greater  number  of  students  now  enter  dental  schools  without 
previous  private  preceptorship  in  a  dental  office  or  a  knowledge  of  the 
business  side  of  dental  practice,  a  lecture  course  on  Dental  Economics 
has  been  instituted  as  an  adjunct  to  this  department.  This  will  embrace 
practice  building,  methods  of  obtaining  and  retaining  patients,  business 
relations  between  dentist  and  patients,  fees  for  dental  services,  keeping 
of  books  of  accounts  and  of  records  of  operations,  presentation  and 
collection  of  accounts,  methods  of  economy  in  the  conduct  of  an  office, 
and  so  forth. 

(b)  Dental  Economics. 

One  lecture  a  week.    Second  semester. 
Dr.  Charles  R.  E.  Koch. 

DEPARTMENT  OF  HISTOLOGY. 

This  department  is  provided  with  a  large  students'  laboratory,  fitted 
with  seventy-one  hardwood  students'  desks,  each  furnished  with  re- 
agents, lockers,  compound  microscope  with  lenses  and  condensers,  elec- 
tric lights  for  dark  days,  and  all  of  the  conveniences  for  preparation 
work  and  microscopic  study.  It  is  also  provided  with  a  stereopticon 
and  projecting  microscope  for  demonstrative  purposes.  In  addition  to 
this  large  laboratory,  there  is  an  adjoining  professor's  study  and  a 
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well-appointed  preparation  laboratory  with  a  photographic  room  fully 
equipped  with  all  necessary  apparatus. 

In  the  laboratory  work  the  classes  are  usually  divided  into  sections 
of  not  more  than  fifty  students.  This  work  has  been  greatly  aided  by 
a  very  large  collection  of  lantern  slides  from  photo-micrographs  and 
framed  photographic  prints;  a  large  histological  museum  containing  sets 
of  microscopic  slides  sufficient  in  number  on  any  given  subject  for  a 
full  section,  not  only  of  all  the  ordinary  soft  tissues,  but  also  of  the 
peridental  membranes,  dental  pulp,  periosteum,  and  ground  sections  of 
the  teeth.  These  are  used  by  the  classes  for  purposes  of  study  in 
addition  to  the  sections  the  students  stain  and  mount  for  themselves. 

First  Year. 

(a)  Construction  and  use  of  the  microscope,  a  study  of  cell  struc- 
ture and  functions,  studies  of  the  elementary  tissues,  histology 
of  the  organs;  circulatory,  lymphatic,  alimentary  tract,  and 
accessory  glands,  respiratory  system,  urinary  organs,  and  skin. 
One  lecture  a  week  through  the  year. 

Professor  F.  B.  Noyes. 

(b)  Laboratory  course  covering  the  subjects  of  the  lecture  course 

(a). 

Two  three-hour  periods  a  week  through  the  year. 
Professor  F.  B.  Noyes,  Dr.  Louderback  and  assistants. 

(c)  Quizzes  and  recitations. 

One  hour  a  week  through  the  year. 
Dr.  Louderback. 

Second  Year. 

(d)  The  Dental  Tissues.  Enamel.  The  Peridental  Membranes. 
Periosteum.  Bone.  Mucous  membranes  and  other  soft  tissues 
of  the  mouth. 

One  lecture  a  week.    Two-thirds  of  a  semester. 
Professor  F.  B.  Noyes. 

(e)  A  short  course  in  Embryology. 

One  lecture  a  week.    One-third  of  a  semester. 
Professor  F.  B.  Noyes. 

(f)  Laboratory  course  covering  the  subjects  of  lecture  courses 
(d)  and  (e). 

Two  three-hour  periods  a  week  through  the  year. 

Professor  F.  B.  Noyes,  Dr.  Louderback  and  assistants. 

(g)  Quizzes  and  recitations. 

One  hour  a  week  through  the  year. 
Dr.  Louderback. 
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DEPARTMENT  OF  MATERIA  MEDICA  AND  THERAPEUTICS. 

Materia  Medica  is  taught  in  a  series  of  lectures,  quizzes,  and  recita- 
tions, with  demonstrations  and  experimental  studies.  There  is  also  a 
laboratory  study  of  the  most  useful  methods  of  preparing  drugs  for 
medicinal  purposes,  with  experimental  studies  of  their  therapeutic  or 
toxic  action.  The  course  is  richly  illustrated  throughout.  Abundant 
practice  is  given  in  prescription  writing.  The  great  clinic,  to  which 
students  have  access  all  the  year,  gives  abundant  opportunity  to  witness 
the  application  and  therapeutic  effects  of  drugs,  and  for  clinical  practice. 
The  instructor  is  in  the  clinip  one  afternoon  each  week  assisting  and 
directing  the  demonstrating  force. 
Second  Year. 

(a)  The  sources  and  various  forms  of  drugs.  General  and  local 
action  of  drugs.  Agencies  that  modify  the  action  of  drugs. 
The  art  of  prescribing  medicines.  A  critical  study  of  about 
one  hundred  drugs,  classified  as  to  their  therapeutic  and  toxic 
action,  with  a  special  laboratory  study  of  escharotics,  germi- 
cides, antiseptics,  deodorizers,  etc.  Systematic  medication  for 
dental  purposes.  Dental  prophylaxis.  The  use  of  germicides, 
antiseptics,  escharotics,  and  astringents  in  dentistry. 

One  lecture  a  week.    First  semester. 
Two  lectures  a  week.    Second  semester. 
Professor  MaWhinney. 
Quizzes  and  recitations. 

Dr.  POUNDSTONE. 

(b)  Theses.  In  addition  to  the  above  outline,  each  student  is 
required  to  write  ten  theses,  of  not  less  than  three  hundred 
words  each,  on  subjects  assigned. 

(c)  Clinical  Practice.  The  Infirmary  is  open  to  junior  students 
four  hours  a  day  for  the  observation  of  conditions  requiring 
the  use  of  drugs  and  for  clinical  practice  in  treatments,  and 
each  student  is  required  to  make  fifty  points  in  clinical  ex- 
perience. See  also  Department  of  Special  Pathology  and 
Therapeutics. 

Professor  MaWhinney  and  assistants. 

DEPARTMENT  OF  OPERATIVE  DENTISTRY,  DENTAL  ANAT- 
OMY, OPERATIVE  TECHNIC  AND  BACTERIOLOGY. 

Operative  Dentistry  in  some  of  its  forms  of  presentation  is  before 
the  student  from  the  time  he  enters  the  school  to  his  graduation.  In 
the  first  year  it  is  presented  in  the  form  of  a  study  of  the  human  teeth, 
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or  dental  anatomy,  the  forms  and  nomenclature  of  the  instruments  used 
in  operations  on  the  teeth,  of  the  preparation  of  cavities  for  filling,  of 
filling  materials,  and  their  manipulation. 

In  the  second  year,  there  is  a  lecture  course  with  demonstrations 
on  the  technical  procedures  in  filling  teeth,  and  the  student  begins 
practical  operations  in  the  clinic  room. 

In  the  third  year,  there  is  a  review  of  the  technical  procedures  in 
filling  operations,  followed  by  a  careful  study  of  the  pathology  of  dental 
caries,  and  the  adaptation  of  means  to  its  amelioration  and  cure. 

The  Clinic  Rooms,  built  especially  for  the  purpose,  are  well  equipped 
with  Columbia  operating  chairs  in  ample  number  for  the  classes,  and 
have  abundant  room,  with  the  best  of  light. 

First  Year. 

DENTAL  ANATOMY. 

(a)  Nomenclature.    Descriptive  Anatomy  of  the  Human  Teeth. 
One  lecture  or  recitation  a  week.    First  semester. 
Professor  Gethro. 

(b)  Laboratory  Course.  Studies  of  the  forms  of  individual  teeth. 
Carving  the  tooth  forms  in  bone  or  ivory.  Dissections  and 
studies  of  the  internal  parts — pulp  chambers  and  root  canals. 
Nine  hours  a  week.    First  semester. 

Professor  Gethro  and  assistants. 

OPERATIVE  TECHNIC  COURSE. 

(c)  Instruments  and  instrumentation.  A  study  of  instrument 
forms,  instrument  construction,  and  the  adaptation  of  instru- 
ments to  the  excavation  of  cavities. 

One  lecture  a  week.    One-third  of  a  semester. 
Professor  Gethro. 

(d)  Laboratory  Course. 

Nine  hours  a  week.    One-third  of  a  semester. 
Professor  Gethro  and  assistants. 

(e)  Cavity  Nomenclature.  A  study  of  the  location  of  cavities  in 
extracted  teeth,  of  the  forms  of  prepared  cavities,  of  the 
naming  of  internal  parts  of  cavities,  and  of  the  use  of  instru- 
ments in  their  preparation. 

One  lecture  a  week.    One-third  of  a  semester. 
Professor  Gethro. 

(f)  Laboratory  Course. 

Nine  hours  a  week.    One-third  of  a  semester. 
Professor  Gethro  and  assistants. 
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(g)  Filling  Materials  and  Filling  Teeth. 

One  lecture  a  week.    One-third  of  a  semester. 

(h)  Laboratory  practice  with  filling  materials  and  filling  prepared 
cavities  in  extracted  teeth,  ivory  or  bone. 

Nine  hours  a  week.    One-third  of  a  semester. 
Professor  Gethro   and  assistants. 

Second  Year. 

(i)  Technical  Procedures  in  Filling  Teeth.  Cavity  Nomenclature. 
Cavity  preparation.  Principles,  instruments  and  appliances 
and  instrumentation.  Cavity  preparation,  by  classes  of  cavities. 
Filling  materials.  Instruments  and  instrumentation,  physics 
of  filling  operations,  and  finishing  fillings.  Porcelain  inlays; 
preparation  of  cavities;  formation  of  matrix;  making  and 
inserting  inlays;  gold  inlays.  Fillings  with  amalgam,  cements, 
gutta-percha,  etc.  Exposure  and  removal  of  dental  pulp. 
Preparation  and  filling  of  root  canals. 

Two  lectures  and  recitations  a  week  through  the  year. 

Professor  Arthur  D.  Black. 
(j)    Operative  Clinic.    Open  to  junior  students  four  hours  a  day 
during  entire  session.    Operations  amounting  to  one  hundred 
and  sixty  points  required. 
Professor  Arthur  D.  Black  and  assistants. 

Third  Year. 

(k)    Review  of  Technical  Procedures  in  Filling  Teeth. 
Two  lectures  a  week.    First  semester. 
Professor  G.  V.*  Black. 

(1)  Pathology  of  Dental  Caries.  Bacteriology  of  human  mouth. 
Causative  relation  of  bacteria  to  dental  caries.  Caries  of 
enamel.  Caries  of  dentin.  Inception  and  progress  of  dental 
caries.  Conditions  of  the  beginnings  of  caries.  Systemic 
causes  of  caries.  Susceptibility  and  immunity  to  caries.  Vital 
phenomena  in  caries.  Hyperaesthesia  of  dentin.  Treatment 
of  dental  caries.  Curative  effect  of  fillings.  Selection  of 
filling  materials. 

Two  lectures  a  week.  One-half  of  a  semester. 
Professor  G.  V.  Black. 
(m)  Management  of  patients.  Cleanliness.  Evil  habits  in  chew- 
ing food,  and  their  correction.  Management  of  special  con- 
•  ditions.  Caries  of  children's  teeth,  and  its  treatment;  shed- 
ding of  the  deciduous  teeth.  Management  of  children.  Ero- 
sion.   Management  of  cases  of  erosion.    Management  of  cavi- 
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ties  by  classes.    Extension  for  prevention,  and  its  limitations. 
Management  in  special  conditions.    Esthetic  considerations. 
Two  lectures  a  week.    One-half  of  a  semester. 
Professor  G.  V.  Black. 

(n)    Quizzes  and  recitations. 

One  hour  a  week  through  the  year. 
Professor  Willard. 

(o)    Operative  Clinic.    Open  to  senior  students  from  10:30  to  5:30 
o'clock  daily  during  term  time.    Operations  amounting  to  three 
hundred  and  fifty  points  are  required. 
Professor  of  Operative  Dentistry  and  assistants. 

(p)  Special  Fillings.  In  this  course  fillings  are  made  under  the 
instruction  and  immediate  observation  of  the  special  demon- 
strators, and  later  full  written  descriptions  of  the  conditions 
indicating  the  operation,  the  instrumentation  and  insruments 
used,  are  submitted  for  grading  as  to  excellence. 
Dr.  Macfarlane  and  Dr.  Birkland. 

BACTERIOLOGY. 

This  is  a  combined  lecture,  recitation,  and  laboratory  course.  The 
equipment  includes  culture  ovens,  sterilizers,  conveniences  for  handling 
test  tubes  and  for  making  culture  media. 
Third  Year. 

(q)  Principles  of  Bacteriology.  The  preparation  of  culture  media. 
Management  of  laboratory  cultures.  Distinguishing  of  labora- 
tory cultures.  Physiology  of  micro-organism.  Poisons  pro- 
duced by  micro-organisms.  Diseases  caused  by  micro-organ- 
isms, particularly  those  of  the  teeth  and  mouth.  Susceptibility 
and  immunity  to  disease.  One  lecture  or  recitation  a  week 
through  the  year. 
Professor  Willard. 

(r)  Laboratory.  Preparation  of  culture  media.  Planting  and  man- 
agement of  cultures.  Separation  of  species  in  mixed  cultures. 
Deriving  pure  cultures  from  infected  animals.  Cultures  from 
saliva,  from  mucous  membranes,  and  from  carious  teeth. 
Staining,  mounting,  and  microscopic  studies.  Diagnosis  of 
unknowns. 

Six  hours  a  week  through  the  year. 

Professor  Willard,  and  Dr.  Louderback. 
The  Operative  Infirmary  Clinic  is  under  the  direct  supervision 
of  the  Professor  of  Operative  Dentistry.    The  student  begins  this  work 
with  the  beginning  of  his  junior  year,  and  continues  it  to  the  end  of 
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the  senior  year,  the  time  given  to  it  being  much  greater  in  the  senior 
year  than  in  the  junior.  It  is  the  intention  that  this  infirmary  practice 
shall  be  as  much  Hke  an  actual  dental  practice  as  possible.  The  de- 
velopment of  the  ability  to  obtain  and  hold  a  practice,  or  that  pro- 
fessional comity  between  an  operator  and  his  patient,  essential  to  personal 
success,  is  regarded  as  parallel  in  its  importance  to  the  future  of  the 
student  with  the  development  of  manipulative  ability. 

Summer  Clinics. — The  clinic  rooms  will  be  open  all  the  year  for 
the  benefit  of  students  who  may  wish  to  have  greater  experience  in 
clinical  practice  under  competent  supervision.  The  number  of  demon- 
strators during  the  summer  will  be  ample  for  the  class  that  may  choose 
to  remain  with  the  school.  The  clinical  material  is  abundant,  and  a 
most  excellent  opportunity  is  offered  for  clinical  practice. 

DEPARTMENT  OF  ORAL  SURGERY  AND  ANESTHESIA. 

The  course  embraces  instruction  in  the  general  principles  of  surgery 
and  their  practical  application  to  pathological  conditions  occurring  about 
the  mouth  and  face,  giving  special  attention  to  diagnosis  and  recognition 
of  conditions  requiring  surgical  interference. 

Third  Year. 

(a)  Surgical  Bacteriology.  Inflammation.  Suppuration.  Wounds. 
Hemorrhage.  Necrosis.  Caries  of  bones.  Diseases  of  the 
Maxillary  Sinus.  Resection  of  roots.  Tetanus.  Ankylosis. 
Arthritis.  Facial  Neuralgia.  Fractures.  Dislocations.  Ex- 
tracting of  teeth.  Malposition  of  third  molars.  Impacted  teeth. 
Replantation,  transplantation,  and  implantation  of  teeth.  Cleft 
palate  and  harelip.  Affections  of  the  lips,  tongue,  and  mouth. 
Tumors.    Odontomes.    Ranula.    Cysts.  Aneurisms. 

One  lecture  a  week  through  the  year. 
Professor  Gilmer. 

(b)  Recitations  and  quizzes. 

One  and  one-half  hours  a  week  through  the  year. 
Professor  Arthur  D.  Black. 

(c)  Surgical  Clinic. 

Two  hours  a  week  through  the  year. 

Professor   Gilmer  and   assistants    (nurses   from   St.  Luke's 

Hospital). 

Dr.  Peterson. 

(d)  Special  Clinical  Instruction.    Diagnosis  and  case  histories. 
One  hour  a  week  through  the  year. 

Professor  Arthur  D.  Black. 
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(e)  After-treatment  of  surgical  cases  by  students,  under  direction 
of  Professor  Gilmer. 

(f)  Clinic  in  the  extraction  of  teeth,  daily.  Open  to  juniors  and 
seniors. 

Dr.  Grossman. 

ANESTHESIA. 

This  subject  is  presented  in  detail  in  lectures,  experimentally  on 
animals  and  clinically  in  the  oral  surgery  clinic,  and  daily  in  the  ex- 
tracting clinic.  Nitrous  oxide  is  used  generally  in  the  extracting  chnic, 
and  ether  and  chloroform  in  the  oral  surgery  clinic.  Local  anaesthesia 
is  exhibited  frequently  in  clinic  in  cases  to  which  it  is  adapted. 

(g)  The  evolution  of  general  surgical  anaesthesia.  State  of  the 
patient.  Nature  of  operation.  Choice  of  anaesthetic.  Pro- 
longed dental  operations.  Circumstances  of  administration. 
Inspection  and  examination  of  patients.  Consideration  of  gen- 
eral anaesthetic  agents.  Local  and  regional  anaesthetics.  Dan- 
gers of  anaesthesia. 

One  hour  a  week.    Second  semester. 
Dr.  Peterson. 

(h)  Clinical  administration  of  anaesthetics  in  oral  surgeiy  clinic. 
Two  hours  a  week  through  the  year. 

Dr.  Peterson. 

(i)  Clinical  exhibition  of  nitrous  oxide  anaesthesia  in  extracting 
clinic  daily  during  term. 

Dr.  Grossman. 

DEPARTMENT  OF  ORTHODONTIA. 

Orthodontia  is  taught  both  didactically  and  clinically.  Proceeding 
from  the  normal  occlusion,  derangements  of  alignment  of  the  teeth  and 
malformations  of  the  dental  arch  are  systematically  classified,  and  me- 
chanical arrangements  of  fixtures  to  bring  the  several  classes  of  irregu- 
larities into  normal  form  are  carefully  studied. 

Text-books :    Angle,  Guilford,  Knapp. 

Lantern  slides  from  photographs,  X-ray  pictures,  and  models  of 
cases  are  used. 

Third  Year. 

(a)  Occlusion  and  facial  art,  etiology,  classification,  diagnosis  of 
mal-occlusion.  The  alveolus  and  alveolar  processes,  the  peri- 
dental membranes,  use  of  models,  etc. 
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One  lecture  a  week.    First  semester. 
I  Professor  Sellery. 

(b)  Regulating  appliances  (Angle,  Guilford,  Knapp),  anchorages, 
jack  screws,  levers,  traction  screws,  extension  arch  and  com- 
binations, split  plates,  reciprocal  anchorages,  retention.  Illus- 
trated with  models,  with  movable  teeth  and  enlarged  appli- 
ances. Stereopticon  views,  illustrating  progressive  regulation 
and  final  fixation. 

One  lecture  a  week.    Second  semester. 
Professor  Sellery. 

(c)  Clinic  or  Infirmary  course  open  to  students  during  first  and 
second  semesters  for  practical  work  in  the  correction  of  prac- 
tical cases. 

Professor  Sellery,  Dr.  Baker  and  assistants. 
DEPARTMENT  OF  GENERAL  PATHOLOGY. 

This  course,  while  essential  to  the  student's  understanding  of  gen- 
eral pathological  conditions,  forms  at  the  same  time  the  basis  of  his 
studies  of  the  special  pathology  of  the  tissues  of  the  teeth,  their  mem- 
branes and  correlated  tissues,  and  the  organs  of  the  mouth. 

Second  Year. 

(a)  Etiology  of  disease.  Disorders  of  Nutrition  and  Metabolism. 
Diabetes.  Fever.  General  circulatory  disturbances.  Local  Hy- 
peremia. Local  Anemia.  Hemorrhage.  Embolism.  Infrac- 
tion. Thrombosis.  Retrogressive  processes.  Atrophy.  Infil- 
trations and  degenerations.  Necrosis.  Inflammation.  Pro- 
gressive tissue  changes.  Neoplasms.  Infections.  Granulomata. 
Bacteria,  and  diseases  caused  by  them.  Lectures  and  recita- 
tions. 

One  hour  a  week  through  the  year. 
Professor  Wiggin. 

(b)  Quiz  class  in  sections. 

Two  hours  a  week.    Second  semester. 

DEPARTMENT  OF  SPECIAL  PATHOLOGY  AND 
THERAPEUTICS. 

In  this  department  the  diseases  and  conditions  of  the  soft  tissues 
of  the  teeth  and  the  immediate  surrounding  tissues  and  mucous  mem- 
branes of  the  mouth,  are  given  special  attention  and  study.  In  dental 
practice  it  is  a  department  of  operative  dentistry. 


DENTAL  SCHOOL 


23 


Third  Year. 

(a)  A  review  of  the  structure  and  functions  of  the  dental  pulp. 
Hyperemia  and  inflammation  of  the  pulp.  Capping  exposed 
pulps.  Obtunding  sensitive  dentin.  Pulp  devitalization.  Pulp 
removal.  Treatment  of  canals.  Root  filling.  Suppuration. 
The  healing  process.  Immunity  and  susceptibility.  Suppura- 
tion of  the  dental  pulp.  Alevolar  abscess.  Absorption  of  roots 
of  teeth  and  of  bone.  Caries  of  bone.  Necrosis.  A  study 
of  germicides  and  antiseptics  with  laboratory  tests.  Bleaching 
teeth. 

One  lecture  a  week.    First  semester. 
Professor  MaWhinney. 

(b)  Quizzes  and  recitations. 

One  hour  a  week.    First  semester. 

(c)  Peridental  membranes.  Review  of  histological  structures. 
Simple  gingivitis.  Calcic  inflammation.  Phagedenic  perice- 
mentitis. Replantation  and  transplantation  of  teeth.  Functions 
of  the  mucous  membranes  of  the  mouth.  Stomatitis.  Prophy- 
laxis.   Mouth  hygiene. 

Two  lectures  a  week.    Second  semester. 
Professor  MaWhinney. 

(d)  Quizzes  and  recitations. 

One  hour  a  week.    Second  semester. 

(e)  Clinical  Practice.  In  addition  to  the  above  courses,  senior 
students  are  required  to  make  one  hundred  and  fifty  points 
in  practical  treatments  in  the  Infirmary  clinic,  and  to  send  in 
for  examination  and  criticism,  a  complete  history  and  treat- 
ment record  of  each  of  ten  cases.  Professor  MaWhinney 
is  in  the  Infirmary  one-half  day  each  week  to  superintend 
this  work. 

DEPARTMENT  OF  PHYSIOLOGY. 

The  work  in  Physiology  includes  a  course  of  two  lectures  a  week 
and  text-book  study,  with  quizzes  in  the  freshman  year.  In  the  junior 
year  the  subject  is  continued  in  one  lecture  a  week,  devoted  mainly  to 
the  brain,  nervous  system,  and  the  functions  of  reproduction. 

First  Year. 

(a)  General  Physiology.  The  structure  of  the  elementary  tissues. 
The  chemical  composition  of  the  body.  The  blood.  The  cir- 
culation of  the  blood. 
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Two  lectures  a  week.    First  semester. 
Professor  Wiggin. 

(b)  Quiz  and  class  work  in  sections. 
Two  hours  a  week.    First  semester. 

(c)  Respiration.  Secretion.  Food  digestion.  Metabolism.  Nutri- 
tion and  diet.  Animal  heat.  Excretion.  Muscle.  Nerve 
Physi61ogy.    Production  of  voice. 

Two  lectures  a  week.    Second  semester. 
Professor  Wiggin. 

(d)  Quiz  class  work  in  two  sections. 

Two  hours  a  week.    Second  semester. 

Second  Year. 

(e)  The  central  nervous  system.  Brain.  Spinal  cord.  Repro- 
ductive organs.    Development.    Lectures  and  recitations. 

One  hour  a  week  through  the  year. 
Professor  Wiggin. 

(f)  Quiz  class  work  in  sections. 

Two  hours  a  week  through  the  year. 

DEPARTMENT   OF   PROSTHETIC   DENTISTRY— PROSTHETIC 

TECHNIC. 

The  Prosthetic  Technic  Laboratory  and  the  Junior  Prosthetic  Lab- 
oratory are  situated  on  the  fifth  floor,  while  the  Senior  Prosthetic  Lab- 
oratory is  situated  on  the  sixth  floor,  adjacent  to  the  Crown  and  Bridge 
Room.  All  are  well  supplied  with  outside  light,  as  well  as  a  complete 
electrical  equipment  for  light  on  dark  days. 

Each  of  these  laboratories  is  furnished  with  electric  lathes  for  grind- 
ing and  polishing,  and  in  the  Junior  Laboratory  there  is  a  complete 
equipment  of  the  heavier  laboratory  appliances,  such  as  vulcanizers, 
celluloid  presses,  apparatus  for  casting  aluminum  plates,  etc.  The  Senior 
Laboratory  and  the  Crown  and  Bridge  Room  are  equipped  with  a 
number  of  electric  and  gasoline  furnaces  for  porcelain  work,  and  swaging 
devices  of  various  kinds  for  inlay  and  seamless  crown  work.  The 
Crown  and  Bridge  Room,  where  practical  prosthetic  operations  are 
carried  on,  is  equipped  with  thirty  modern  chairs. 

First  Year. 

(a)    Prosthetic  Technics.    This  course  covers  in  detail  the  funda- 
mental  principles    of   denture   construction    and   crown  and 
bridge  work,  and  accompanies  the  laboratory  course. 
One  lecture  a  week.    First  semester. 
Professor  Prothero. 
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One  hour  quiz  or  recitation  a  week.    First  semester. 
Dr.  Methven. 

(b)  Laboratory  course.  Impression  taking,  model  constructing, 
occluding,  waxing,  flasking,  packing,  vulcanizing,  and  finishing 
partial  and  full  artificial  dentures. 

Nine  hours  a  week.    First  semester. 

Professor  Prothero,  Dr.  Methven  and  assistants. 

(c)  Metallography.  A  descriptive  course  on  the  nature  and  phys- 
ical properties  of  metals,  especially  those  used  in  dentistry, 
with  fundamental  principles  of  their  uses.  It  includes  also 
the  manipulation  of  metals,  swaging,  annealing,  solders  and 
soldering,  welding,  tempering. 

One  lecture  a  week.    Second  semester. 
Professor  Prothero. 

(d)  Quiz  or  recitation  on  the  w^ork  of  Courses  (a),  (b),  and  (c). 
One  hour  a  week.    Second  semester. 

Dr.  Methven. 

(e)  Laboratory   course.    Construction   of   dies    and   counter  dies. 

Swaging  metal  bases  of  German  silver.  Attaching  teeth  by 
soldering  and  by  vulcanite.  Construction  of  crowns  and  dum- 
mies, all  metal  and  metal  and  porcelain.  Assembling  indi- 
vidual crowns  and  dummies  to  form  bridges.  Constructing 
and  tempering  taps  and  dies  of  steel.  Drawing  wire  and 
tubing  suitable  for  the  construction  of  orthodontia  appliances. 
Nine  hours  a  week.  Second  semester. 
Professor  Prothero,  Dr.  Methven  and  assistants. 

Second  Year. 

(f)  Review  of  technic  principles  outlined  in  first  year.  Application 
of  these  to  the  practical  operations  in  the  Infirmary.  A  study 
of  the  physical  properties  of  plaster  of  paris,  and  other  mate- 
rials employed  in  prosthesis.  Muscles  of  mastication.  Force 
of  the  bite.  Movements  of  the  lower  jaw.  Natural  arrange- 
ment and  occlusion  of  artificial  teeth. 

One  lecture  a  week  through  the  year. 
Professor  Prothero. 

(g)  Quiz  or  recitation. 

One  hour  a  week  through  the  year. 
Dr.  Methven. 

(h)  Laboratory  course.  Construction  of  full  and  partial  metal 
base  dentures,  with  teeth  attached  by  soldering  and  by  vul- 
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canite.    Construction  and  application  of  clasps  to  partial  den- 
tures.   Advanced  work  in  crowns  and  bridges. 
Nine  hours  a  week  through  the  year. 
Professor'  Prothero,  Dr.  Waldberg  and  Dr.  M'ethven. 
(i)    Prosthetic  Clinic.    Each  student  is  required  to  undertake  and 
carry  to  completion  a  number  of  practical  cases  for  patients 
representing  each  of  the  various  classes  of  prosthesis,  the 
minimum  representing  fifty  points. 
Professor  Prothero,  Dr.  Methven  and  assistants. 
Third  Year. 

(j)  A  critical  review.  Summary  of  recent  methods  and  appliances. 
Application  of  porcelain  in  prosthesis.  Baked  porcelain 
crowns.  Porcelain  bridges,  full  porcelain  dentures.  Methods 
of  cavity  preparation  for  porcelain  inlays ;  forming,  baking, 
and  setting  porcelain  inlays.  During  this  course  the  student 
is  assigned  a  series  of  articles  for  reading,  and  is  required 
to  present  a  thesis  covering  the  subject  named. 
One  lecture  a  week  through  the  year. 
Professor  Prothero. 

(k)    Laboratory  course.    Cast  aluminum  base  dentures.  Celluloid 
dentures.    Banded   Logan    crowns.    Baked   porcelain  crowns. 
Porcelain  bridges.    Continuous  gum  dentures. 
Six  hours  a  week.    First  semester. 
Dr.  Waldberg,  Dr.  Methven  and  assistants. 

(1)  Prosthetic  Clinic.  Practical  pieces  of  prosthetic  work  of  all 
varieties  made  and  fitted  for  patients  in  the  Infirmary,  with 
studies'  of  the  conditions  of  the  mucous  membranes.  The 
preparation  of  roots  for  crowns  and  the  abutments  of  bridges. 
Making  and  setting  crowns  and  bridges.  Preparation  of  cavi- 
ties and  setting  porcelain  inlays,  etc.  The  minimum  require- 
ment is  one  hundred  points. 

Professor  Prothero,  Dr.  "Methven  and  assistants. 
The  Infirmary  is  open  to  students  from  10:30  to  5:30  o'clock  each 
day  during  term  time.    This  period  is  divided  between  the  Prosthetic 
and  the  Operative  Departments,  and  text-book  work  and  general  read- 
ing. 

WRITTEN  QUIZZES  AND  EXAMINATIONS 

Are  held  by  the  various  professors  at  intervals  during  the  course,  and 
especiallly  at  the  end  of  the  first  semester.  A  few  of  these  latter,  espe- 
cially in  those  lecture  courses  which  terminate  with  the  first  semester, 
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are  final  examinations,  and  a  few  others  are  final  upon  the  subjects 
passed  over.  But,  for  the  most  part,  they  take  form  of  written  quizzes 
as  an  educational  exercise  and  for  determining  the  progress  being  made 
by  the  classes  as  a  whole,  and  by  the  individual  student.  Past  expe- 
rience has  shown  that  the  written  quiz  is  of  great  value  to  the  student 
as  a  training  in  the  formation  of  his  ideas  and  in  pointing  out  the 
particular  lines  of  his  strength  or  weakness  and  guiding  him  in  his 
further  studies. 

The  monthly  reports  of  attendance,  and  the  standing  of  pupils  in 
quizzes,  recitations,  laboratory  work  and  in  infirmary  practice,  both 
operative  and  prosthetic,  are  considered  in  making  up  the  rating  upon 
final  examinations,  which  are  held  at  the  close  of  the  term. 

TEXT-BOOKS 

will  be  on  sale  in  the  Theodore  Menges  Library  of  the  school  at  pub- 
lishers' prices.  There  will  be  a  small  profit  from  the  sale  of  these 
books,  which  will  be  used  for  the  benefit  of  the  library  or  the  school. 
Students  are  invited  to  purchase  their  books  in  the  school  and  aid  the 
library. 

FIRST  YEAR. 

Anatomy — Cunningham.    $6.00  Cloth.    $7.00  Sheep. 
Dental  Anatomy — Black.  $2.50. 

Technical  Procedures  in  Filling  Teeth — Black.  $2.00. 
Prosthetic  Dentistry — Prothero.  $5.00. 
Physiology — Kirkes.  $3.00. 

Chemistry — Remsen,  Long's.    8oc.    (See  Prof.  Gordin.) 
Histology — Bailey.  $3.00. 

Medical  Dictionary — Duane,  Gould,  Thomas.    $3.00;  $1.00. 

SECOND  YEAR. 

Anatomy — (Same  as  first  year.) 

Technical  Procedures  in  Filling  Teeth — Black. 

Prosthetic  Dentistry — Prothero. 

Physiology — Kirkes.    (Same  as  first  year.) 

Materia  Medica — Hare,  MaWhinney,  $4.00;  $5.00. 

Chemistry — Remsen,  Long's.   8oc.  * 

Comparative  Anatomy — Thompson.  $1.50. 

Histology — Bailey,  Noyes. 
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THIRD  YEAR. 

Technical  Procedures  in  Filling  Teeth — Black. 

Operative  Dentistry — Black. 

Prosthetic  Dentistry — Prothero. 

Oral  Surgery — Gilmer,  Marshall.    $2.00;  $5.50. 

Orthodontia — Angle,  Guilford;  second  edition.    $3.00;  $2.25. 

Special  Materia  Medica — Hare,  WaWhinney. 

Dental  Jurisprudence — Rehfuss. 

Micro-Organisms — Black,  Abbott. 

REFERENCE  BOOKS. 

American  System  of  Dentistry. 
Crown  and  Bridge  Work — Evans. 

Diseases  and  Injury  of  the  Teeth — Smale  and  Colyer. 
Principles  of  Surgery — Senn. 

The  American  Text-Book  of  Prosthetic  Dentistry — Essig. 

The  American  Text-Book  of  Operative  Dentistry — Kirk. 

Micro-Organisms  of  the  Human  Mouth — Miller. 

Micro-Organisms — McFarland. 

Dental  Pathology  and  Pharmacology — Burchard. 

Oral  Surgery — Garretson. 

L 0  ng's  Ch  emis try. 

Comparative  Dental  Anatomy — Tomes,  Thompson. 
Regional  Anatomy  of  the  Head  and  Neck — Eckley. 
Anatomy — Morris,  Eckley. 
Histology — Piersol. 

THE  LIBRARY  AND  READING  ROOM. 

The  Library  and  Reading  Room,  named  in  honor  of  the  late  Dr. 
Theodore  M'enges,  occupies,  with  the  attached  Journal  and  Professors' 
Reading  Room,  three  thousand  feet  of  floor  space,  with  reading  tables 
and  chairs  for  the  accommodation  of  about  one  hundred  students  at 
one  time.  The  Library  contains  2,600  volumes  of  books  on  dental  and 
collateral  subjects,  with  a  rich  supply  of  dictionaries  and  encyclopedias 
conveniently  placed  in  the  Reading  Room  for  easy  consultation,  and 
nearly  all  of  the  dental  journal  literature  in  the  English  language,  with 
about  10,000  duplicate  numbers.  Many  of  the  books  most  used  by 
students  are  duplicated  up  to  twelve,  and  a  few  to  fifteen  copies.  The 
books  and  journals  may  be  used  by  students  in  the  Reading  Room 
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without  restriction,  other  than  that  necessary  for  the  proper  care  of 
the  books,  and  also,  when  the  duplication  of  volumes  will  allow,  may 
be  used  as  a  circulating  library. 

THE  MUSEUM. 

The  Museum  of  the  Dental  School  is  in  the  Reading  Room,  and 
is  open  to  inspection  and  study  at  all  reasonable  times.  The  cases  are 
arranged  to  show  the  specimens  to  the  best  advantage. 

The  comparative  anatomy  specimens  are,  with  the  exception  of  full 
skeletons  of  the  gorilla  and  chimpanzee,  heads  with  the  teeth.  There 
is  a  sufficient  number  of  varieties  of  each  of  the  several  orders  to  give 
specimens  of  every  kind  of  tooth  form  and  variety  of  placement  work 
in  mammals,  saurians,  and  snakes,  with  a  very  rich  variety  of  fishes. 

The  principal  specimens  of  the  human  skull  are,  first,  a  most  excel- 
lent mounting  of  the  separated  bones  of  the  adult;  second,  a  fine  set  of 
dissections  in  a  series  showing  the  development  of  the  teeth  and  their 
roots  from  their  first  appearance  in  the  fetus  to  the  full  adult  develop- 
ment, and  illustrating  the  absorption  of  the  roots  of  the  deciduous  teeth, 
the  shedding  process,  and  the  replacement  by  permanent  teeth;  also 
the  absorption  of  the  alveolar  processes  after  the  loss  of  teeth,  with  the 
changes  that  occur  in  the  form  of  the  bones  of  the  jaws  from  child- 
hood to  old  age.  This  is  an  exceptionally  complete,  handsome,  and 
valuable  set  of  specimens.  There  is  also  a  considerable  number  of 
ordinary  human  skulls. 

The  Museum  also  contains  a  valuable  collection  of  abnormal  forms 
of  human  teeth;  a  very  full  and  complete  collection  of  specimens  illus- 
trating interproximate  wear  and  flattening  of  interproximate  contact; 
some  illustrations  of  the  very  early  forms  of  artificial  teeth,  of  manu- 
factured porcelain  teeth,  and  of  dental  instruments,  illustrating  the 
development  in  these  lines.  These  parts  of  the  Museum  have  been 
collected  largely  in  the  school  by  its  students,  its  alumni,  and  through 
donations  of  specimens  by  members  of  the  dental  profession. 


THE  ALUMNI  ASSOCIATION  OF  NORTHWESTERN 
UNIVERSITY  DENTAL  SCHOOL. 


OFFICERS  FOR  1907-1908. 


Harvey  E.  Harrison,  M.D.,  D.D.S  President 

J.  W.  RiTTER,  D.D.S  First  Vice-President 

J.  H.  Caulder,  D.D.S  Second  Vice-President 

WiLUAM  P.  Craig,  A.M.,  D.D.S...  Treasurer 

George  R.  Puffer,  D.D.S  Secretary 


631  Fullerton  Boulevard,  Chicago,  111. 

EXECUTIVE  BOARD. 

Fred  W.  Parker,  D.D.S.,  Chairman. 
Arthur  D.  Black,  B.S.,  M.D.,  D.D.S. 
Charles  A.  Young,  D.D.S. 

EDITORIAL  STAFF  OF  NORTHWESTERN  DENTAL  JOURNAL. 

G.  V.  Black,  M.D.,  D.D.S.,  Sc.D.,  LL.D.,  Supervising  Editor. 

Charles  R.  Baker,  D.D.S. 

Edward  S.  Barber,  D.D.S.,  Business  Manager. 

The  annual  clinics  will  be  held  Tuesday,  January  14,  1908,  at  the 
University  Building. 

Through  the  medium  of  the  Journal  we  shall  endeavor  to  arouse 
a  keener  interest  among  the  members  of  our  Association,  and  to  get  as 
new  members  those  of  our  graduates  who  in  the  past  have  not  joined. 

The  members  of  the  Association  are  requested  to  send  in  material 
of  interest  to  readers.    The  Journal  will  serve  as  a  medium  for  the  ex- 
change of  friendly  greetings.    A  new  interest  will  be  aroused,  and  even  * 
better  work  done  and  more  accomplished  by  our  Association  than  in 
former  years. 

All  members  of  the  Association  in  good  standing  will  receive  the 
Journal.  The  payment  of  their  dues  annually,  which  is  but  fifty  cents  a 
year,  will  entitle  them  to  the  Journal  gratis. 

Any  graduate  of  Northwestern  University  Dental  School  may  be- 
come a  member  of  the  Alumni  Association  upon  payment  of  the  mem- 
bership fee  of  one  dollar,  and  fifty  cents  annually — the  subscription  price 
of  the  Journal. 

It  is  hoped  that  the  Alumni  will  heartily  support  this  undertaking 
and  cooperate  with  the  officers  of  the  Association  and  the  Journal  staff  in 
making  our  official  publication  a  grand  success. 

For  any  information  address  the  secretary, 

George  R.  Puffer, 
631  Fullerton  Boulevard,  Chicago,  111. 


Northwestern  University  Law  School 


(THE  Oldest  Law  School  in  Chicago) 


Three  features  recommending  this  School  to  all  persons 
interested  in  the  study  of  the  law: 

I.  Faculty.  The  faculty  is  composed  of  scholarly, 
progressive  lawyers,  selected  for  their  training  in  the  sci- 
ence and  practice  of  law,  and  their  ability  to  guide  and 
assist  students  in  their  studies. 

II.  Location.  Located  in  a  University  Building  in 
the  center  of  the  business  district  of  Chicago,  within  a 
few  minutes'  walk  of  City,  County,  State  and  Federal 
Courts,  students  are  ofifered  a  training  in  a  practical  at- 
mosphere, av/ay  from  the  academic  influences  and  distrac- 
tions of  the  college  campus. 

III.  Equipment.  In  equipment  the  school  possesses 
a  library  of  over  thirty  thousand  volumes,  including  the 
Gary  collections  of  Continental,  Roman,  Ancient  and  Ori- 
ental, and  International  Law  and  other  material,  offering 
exceptional  advantages  for  study  and  research. 

For  detailed  information  send  for  May  Bulletin.  Ad- 
dress 

SECRETARY 

Northwestern  Untbersily  La^cv  School 
Chicago,  IlL 


School  of  Pharmacy 
Northwestern  University 


Practical  Courses 

for  the  training 

of  Piiarmacists 


Special  Courses  for 
Food,  Drug,  and 

Sanitary  Chemists 

FACULTY   EQUIPMENT  AND  CURRICULA 
UNEXCELLED 

NEXT  TERM  BEGINS  SEPT.  28,  1908 

Send    for  Bulletin 

87  Lake  Street  ==  CHICAGO 


tHnibersiitp  Birectorp 

ABRAM  WINEGARDNER  HARRIS, 
Sc.  D.,  LL.  D.,  President. 

Special  announcements  of  the  several 
departments  of  the  University  may  be 
had  on  apphcation.    Address  inquiries 
to  the  following: 

©egree  Conferrins  iSepartmente 

College  of  Liberal  Arts         -  -         The  Registrar 

University  Hall,  Evanston,  Illinois 
Medical  School  -  -  -         The  Secretary 

2421-2437  Dearborn  Street,  Chicago 
Law  School     -  -         -  -         The  Secretary 

Northwestern  University  Building,  Chicago 
School  of  Pharmacy   -  -  -         The  Registrar 

Northwestern  University  Building,  Chicago 
Dental  School  -  -  -         The  Secretary 

Northwestern  University  Building,  Chicago 
School  of  Music         -         -         -        The  Secretary 
Music  Hall,  Evanston,  Illinois 

preparatory  ©epartmentfi 

Evanston  Academy    -  -  -    Evanston,  Illinois 

Arthur  Herbert  Wilde,  Ph.  D.,  Principal 
Grand  Prairie  Seminary        -  -       Onarga,  Illinois 

Henry  Hoag  Frost,  A.  B.,  President 
Elgin  Academy         -         -         -         Elgin,  Illinois 
George  Newton  Sleight,  A.  B.,  B.  Pd.,  Principal 

©epartmente  in  Co=operation 

Cumnock  School  of  Oratory  -         -    Evanston,  Illinois 

Robert  McLean  Cumnock,  L.  H.  D.,  Director 
Garrett  Biblical  Institute       -  -    Evanston,  Illinois 

Rev.  Charles  J.  Little,  LL.  D.,  President 
Norwegian-Danish  Seminary  -    Evanston,  Illinois 

Rev.  Nels  E.  Simonsen,  D.  D.,  Principal 
Swedish  Theological  School  -    Evanston,  Illinois 

Rev,  Albert  Ericson,  D.  D.,  President 


For  general  information  address  the  President 
67  Lake  Street,  Chicago,  Illinois 


NORTHWESTERN  UNIVERSITY  BUILDING 
HOME  OF  DENTAL,  PHARMACY  AND  LAW  SCHOOLS 


